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NATIONAL FOREIGN INTELLIGENCE BOARD = TU 


NFIB-D-1.1/45 
21 January 1977 


MEMORANDUM FOR NFIB PRINCIPALS 


FROM 
ice airman, NFIB 


SUBJECT : Acting Director of Central Intelligence 


and Chairman, National Foreign 
Intelligence Board 


Effective this date, Mr. E. H. Knoche will serve as 
Acting DCI and Chairman, NFIB, until such time as a new 
DCI is nominated by the President and confirmed by the 


Senate. 


cc: 
Deputy Secretary of Defense 


Deputy Assistant to the 


President for National 
Security Affairs 
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